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manufacture and stock all leading makes of Collets, Master Collets, and Pads, and undertake the manufacture of specials and standard types of any shape bore
from -3 mm. diameter. Our 30 years' experience as specialists in the manufacture of Collets is at your service. We should be glad to advise and collaborate with you on any problem.
Head   Office:  TOWER  HILL,  W1TNEY,   OXON. London   Office   Telephone----------------------------------
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